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Sarly in May 19% > the Czechoslovak Army began large-scale transfers of Its 
medical supplies stored in Bohemia to supply dumps in Slovakia. The largest 
of the Slovak dumps is at Liptovsky, S^ety Mikulas (Q5O/DI9). Another large 
dump is oeing established at Kosice (H 4 g/ 334 ). 

Aeronautical equipment previously stored at Pardubice (051/M79) has been 
transferred similarly to Slovakia. The moat imoortant aircraft equipment 
dump in Slovakia is said to be located at Presov {B49/B37). 
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